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Subject 


ABNORMALITIES 
cleft 
porting on birth certificates 
clefts, 


lip and palate, variables in under-re- 


incidence 
1963-66 


oral among American In- 

dians, . 
phocomelia, clinical report of a case 
anomalies, distribution 


selected congenital 


and extent of reporting, Pennsylvania 
study 

ABORTION 

practice of therapeutic, United States and 
(CR) . 
public opinions on justification of, New Or- 
(CR) 

therapeutic, on sociomedical grounds (CR) 
ACCIDENTS 


see also Poisoning ; 


Europe 


leans survey 


Swimming Pools 

among patients in chronic disease hospital, 
survey at Lemuel Shattuck Hospital, 
Mass., 1964 

causes of automobile, use of electronic driv- 
ing simulators to human 


(SR) 


study aspects 


electric shock prevention demonstration kit, 
PHS (SR) ail : 

fatal automobile, findings from on-scene 

(SR) 

need for safety glass in doors and panels 
(SR) 


prevention of motor vehicle, functions of 


investigations 


medical advisers in licensing drivers 
study of rear vision systems in cars (SR) 
ADMINISTRATION 
barriers to adoption of new health programs 
need for statesmen in health field (CR) 
of air pollution control, research in the social 


as seen by local health officers- 


sciences for determining strategies of 
AFRICA 
provision of safe water supply for health 
survey in African bush__-_----~- 
AIR POLLUTION 
and health study, summary of findings in 
Nashville, 


Tenn : hein 
association of level of certain pollutants with 


symptoms of illness (CR) 
control administration, research in the social 
sciences for determining strategies of 
exposure to carbon monoxide, effects on be- 
havior (CR) saaidiaeniilialiatl —_ 
from open burning of old boxcars, PHS 
study of new methods of disposal (SR) ~~ 
smoke control regulation exempts inciner- 
ators in private dwellings (LN)--- - 
summary report of 1966 conference (CR) -- 


1114 


*OS5 


*807 
*1100 


842 


614 


720 


*1071 


531 


*108 


242 


*1101 


*1057 


“17 


196 


*1101 


196 


6A9 


260 
283 


Index 


ALASKA 


community isoniazid prophylaxis program 


for tuberculosis in an underdeveloped 
area = 

isoniazid prophylaxis program against tu- 

(CR) einai 

mortality due to heart diseases among Na- 


1955-65 


berculosis sabia 
tives, . , ‘ 

recovery of human enteric pathogens from 
dogs in Fairbanks 

SOHOLISM 

and liver cirrhosis mortality (CR) 

as public health problem, 1962 APHA reso- 
lution (CR) 


effect of group discussion program on teen- 


agers’ attitudes toward excessive drink- 
ing (CR) — re 
epidemiology of problem drinking (CR) 
grant for alcoholism research and research 
training, PHS (SR) 


ANEMIA 


hemolytic, as cause of death in 
California study (CR). 


newborn, 


sickle cell, study of sickle cell trait in rela- 
tion to variations in blood pressure among 
(CR) 


Negroes = i cliettaiahaeiea 


ANESTHESIOLOGY 


research and training center, University of 
Pennsylvania (SR) 
physicians in, 


training grants for 


PHS 


American Intersociety Academy for Certifi- 
eation of Sanitarians, Inc_- 

anesthesiology research and training center, 
University of Pennsylvania a 

Armed Forces Institute of Pathology desig- 
nated as International Reference Center 
for Comparative World 
Health 

center for environmental quality manage- 
ment, Cornell University- 


Oncology by 
Organization__ 


91. 


with the City University of New York__- 
National Center for Urban and Industrial 
Health, PHS 
National Institute of Mental Health reorga- 
nized 


116 


993 


364 


445 
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ANNOUNCEMENTS, ORGANIZATIONS—Con. 
WHO Regional Reference Center for Rabies 
in the Americas, National Communicable 
Disease Center, PHS-- 
ANNOUNCEMENTS, PERSONNEL 
Banta, James E., director, Office of Inter 
national Health ° . 
Berry, William R., director, Data Systems 
Development Staff, Office of the Surgeon 
General —-- 
Boettner, 


Charles H., associate director, 
Bureau of Health Manpower-_-- 
Brands, Allen J., 
to Office of the Surgeon General_- 


pharmacy liaison officer 
Clarke, Stuart Henry, director of personnel_ 


Fenninger, Leonard D., director, Bureau 


of Health Manpower : geanbans 
Flagle, Charles D., special assistant to the 


Surgeon General for health applications 
of modern technology 
Gallagher, 


Joseph A., deputy 
reau of Health Manpower-- 

Hunter, J. Stewart, director of 
Information for Public Health Services, 


associate 


patient care, National Institute of Mental 
Health 
Kotin, Paul, director, Division of Environ- 
mental Health Sciences___~--~-~-- siketeasiie 
La Veck, Gerald D., director, National Insti- 
tute of Child Health and Human Develop- 


Physician Manpower-- 
Miller, Charles II, chief 
chief of Division of Finance___--~-~~-~-- 
Stengle, James M., chief, National Blood 
Resources Program-_-_-_-----~-~--- 
Woolsey, Theodore D., director, National 
Center for Health Statistics_- 
ANTIBIOTICS see Drugs 
ARMED FORCES 
rejectees, health referral services for; New 
York City demonstration program 
AUTOMATIC DATA PROCESSING 
computer program for analysis of laboratory 
data, Wisconsin State Laboratory of Hy- 
giene 
computers 
| ae : a ae etiiitais 
computers to identify vacant hospital beds 


for early warning of possible inhospital epi- 
(CR) 
use of computers to select cases for hospital 
utilization review (CR) 
AUTOMATION 
automated systems for critically ill patients 
(SR) 


demics 
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1062 


574 


574 


1062 


*169 


538 


126 


217 


191 


BATS 

rabies in, southwestern United States___-_- 
BEHAVIOR 

expressed willingness of smokers to try 10 


patterns of automobile drivers, use of elec- 
tronic driving simulators to study (SR)-- 
preventive actions concerning dental disease, 
tuberculosis, 
study - 
BIBLIOGRAPHIES 
National Library of Medicine___ 
BIRTH CONTROL see Family Planning 
BIRTH RATES see Vital Statistics 
BLINDNESS 


and cancer; nationwide 


in children, association of perinatal factors 
and birth weight 
BOTULISM 
detection of Clostridium botulinum types A, 
B, and E in food by immunofluorescence__ 
research, recent developments (CR) _- 
BRITISH COLUMBIA 
use of central registry to estimate prevalence 
of certain chronic childhood conditions_. 


CANCER 
breast, relationship of thyroid disease (CR) _ 
cervical, indices for evaluating 

program, New York State 
cervical, projection of U.S. 


cytology 
incidence rates 


intracommunity variation in 
Pittsburgh study 


incidence ; 


leukemia and lung cancer, 30-year trend in 
population of Olmsted County, Minn. 
of genitalia among married women, impli- 
cation of tobacco use (CR) 
of the thyroid, frequency in Utah (CR)-____ 
CENTRAL NERVOUS SYSTEM 
acute, febrile illnesses in an endemic area 
of Texas ; 1965 epidemiologic and serologic 
findings __ 
CEREBROVASCULAR DISEASES 
workshop on epidemiology of (MS) 
CHEMOTHERAPY 
community isoniazid prophylaxis program 
for tuberculosis in an underdeveloped area 
of Alaska 
for tuberculosis, communitywide programs 
of isoniazid prophylaxis, Alaska and Bos- 
ton (CR) 
for tuberculosis, 
benefits 
CHICI.£NS see Fow! Plague Virus 
CHILD HEALTH AND WELFARE 
see also Maternal Health; School Health 
a case of phocomelia, clinical report 
accidental poisoning, analysis of two surveys 
evaluating a project to reduce 


realized and unrealized 


*753 





CHILD HEALTH AND WELFARE 


computerized hearing tests for infants and 


Continued 
preschool children ( SR) 

deaths from congenital heart disease in Cal- 
1045-14 

deaths from hemolytic disease of 


(CR) 


fornia, 

the new 
born, California study 

factors associated with onset of deafness in 
children under 5 years old 

Headstart, health findings and followup pro 

(CR) = 

Headstart, problems in developing health 
program, Tacoma, Wash. (CR) 

health 


familys 


gram, Philadelphia 


care of school children, impact of 


health insurance coverage on 


medical and psychiatric assistance for 


sexual assault victims, District of Colum 
New 


prevalence 


phenylketonuria in York 


State, 


cidence and 


prevalence of certain chronic childhood 


conditions estimated by use of central reg 


istry, British Columbia 


tuberculosis among American Indian chil 


dren 


vision test for 3—5-year-olds (SR) 


vision testing of infants and preschoolers 


CHOLESTEROL 
determinations 


Wisconsin 


among clinical laboratories, 


evaluation program 


CHRONIC 


see also name of disease 


DISEASES 


heart disease, review of 
(CR) 


health 


cancer, and stroke: 


regional medical programs 


prospects for research in depart 


ments 

CLEFT LIP 

and palate, variables in under-reporting on 
birth certificates 

cleft 

Indians, 


with or without palate, incidence 


among American 1963—66 
CLOSTRIDIUM 
C. botulinum types A, B, 


and E in food, 


detection by immunofluorescence 
thermostable C. perfringens as cause of food 


poisoning outbreak, University of Wis- 
consin 
COCCIDIOIDOMYCOSIS 
prevention of occupational, exposure factors 
(CR) 
COMMUNICABLE DISEASES 
see also name of disease 
in the Americas, 
COMMUNICATION 


and patient motivation in preventive peri- 


extent of eradication (SR) 


odontics 
audiovisual 
Medicine 


media, National Library of 


(SR) 


COMMUNICATLON—Continued 
comparison of mail and telephone methods 
581 to collect program evaluation data 
coordination of automation efforts by three 
national (SR) 


media, evaluation of use in two health 


*6§21 libraries 


240 projects, Baltimore 


medical information methods; sources, 


"1019 handling, and packaging 
research in language processes (SR) 
COMMUNITY HEALTH Health 
Health Services 
CONFERENCE REPORTS 
American Public Health Association, 94th, 
1966 
Idaho health 
population problems ; wi 
Third National Conference on Air Pollution, 
1966 


200 see Planning ; 


annual conference, 1966; 


DEAFNESS Hearing 
DENTAL HEALTH 

caries-inhibiting effect of maternal ingestion 

of fluoridated water- 


see 


comparison of 3 topical fluoride agents for 
caries-prevention effect, 
(CR) = Z 


mobile dental 


2-year study 


units for needy children, 


(CR) . 
partial defluoridation of a community water 


Missouri 


supply and dental 
S. Dak 
preventive periodontics, communication and 


patient 


fluorosis, Britton, 


motivation 4 — 


standards and indexes for clinical audit of 
dental practices (CR) 
DIABETES 


prevalence in 


United States, implications 
for public health programing-_-_- 
DIARRHEA 


acute cases in children, study of association 


of enteric viruses and bacteria (CR) ---~ 
DIPHTHERIA 
titration of 
(CR) 
DISASTERS 
30-day 


antitoxin by tissue culture 


critical medical items 
placed in hospitals by PHS (SR) --- 
DOGS 


supply of 


recovery of human enteric pathogens from, 
Fairbanks, Alaska___-~~-- 
DRUG ADDICTION 
narcotic treatment programs, criteria for 
| 
rehabilitation demonstration 
Puerto Rico (CR) _--- - ers sii 
role of National Institute of Mental Health 
in drug abuse programs (CR) _- - 


evaluation 


program, 


study of backgrounds and characteristics of 


U.S. addicts (CR)----- 


*739 


821 


*OD51 


*601 
600 
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DRUGS 

advertising and labeling regulations, need 
for revision (CR) , a 

clinical trials and adverse reactions, FDA’s 
early warning system for new drugs 
(CR) 

coronary, large-scale clinical trial enlarged 
(SR) 

use of antibiotic nasal spray to _ treat 
staphylococcal carriers in hospitals 

veterinary, evaluation of efficacy, National 
Academy of Sciences-National Research 
Council (SR) 


DRUG THERAPY see Chemotherapy 


BCONOMICS, HEALTH 
economic factors in hospital planning in 
urban areas 
hospital expenses in March 1967 (SR) 
EDUCATION NOTES see Training Courses 
EMERGENCY SERVICES 
analysis of hospital ambulance service 
workload, Boston 
analysis of medical service workload, San 
Francisco area i 
ENCEPHALITIS see Central Nervous System 
ENTEROBACTERIACEAE 
human enteric pathogens harbored in dogs, 
Fairbanks, Alaska 
ENTEROVIRUS INFECTIONS see Central 
Nervous System 
ENVIRONMENTAL HEALTH 
center for environmental quality manage 
ment established at Cornell University 
(SR) 
lead levels in human blood and urine, inter 
national study covering 3 decades (CR) 
provision of safe water supply for health 
survey team in African bush 
surveillance monitoring for environmental 
pollutants, New York State (CR) 
EPIDEMIOLOGY 
effect of measles vaccine on epidemiologic 
characteristics of measles, Los Angeles 
County, 1965 and 1966 
of cirrhosis of the liver (CR) : ‘ 
of problem drinking of alcoholic beverages 
(CR) 
status of tonometry surveys as source of 
data on ocular hypertension, Colorado 
River Reservation study 
study of human tularemia reported in Mis- 
souri, 1949-65 


FAMILY 
a month of illness and health care among 
low-income families 
FAMILY PLANNING 
birth control instruction in postpartum 
clinic of charity hospital, Atlanta, Ga. 
(SR) 
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FAMILY PLANNING—Continued 
services, considerations in developing com- 
munity programs 
services in Virginia 
FIRES 
prevention, educational effectiveness of dem- 
onstrations, Mississippi County, Ark 
FISH 


smoked whitefish, source of epidemic of 


febrile gastroenteritis from Salmonella 
java (CR) 
FLUORIDATION 
partial defluoridation of a community water 
supply and dental fluorosis, Britton, 8. 
Dak . 
prenatal exposure to, caries-inhibiting 
effect 
FOLK MEDICINE 


practice in middle-class community, Stan- 


ford Research Institute study (CR) 
FOODBORNE DISEASE 
botulism research, recent developments 
(CR) 
detection of Clostridium botulinum types A, 
B, and E in food by immunofluorescence_ 
instant nonfat dry milk, source of interstate 
outbreak of Salmonella new-brunswick in- 
fection (CR)-- 
outbreak traced to Salmonella indiana in 
unpasteurized cup cheese, Pennsylvania 
salmonellosis, epidemiology of foodborne 


() {i 


smoked whitefish, source of epidemic of 


febrile gastroenteritis from Salmonella 
java (CR) 
thermostable Clostridium perfringens as 
cause of food poisoning outbreak, Univer- 
sity of Wisconsin 
FOOD PROTECTION 
chilled delicatessen-type foods, bacterial 
studies 
dietary food regulations, need for revision 
(CR) 
infant formula, comparative study of auto- 
clave and free flowing-steam systems for 
heat treatment in hospitals 
FOWL PLAGUE VIRUS 
and virus isolated from man, comparative 


study 


GENETICS 
see also Abnormalities 
relationship of sickle cell trait to variations 
in blood pressure among Negroes (CR) -- 
GONORRHEA 
primary isolation of Neisseria gonorrhoeae 
with new commercial medium —-_ 
GRANTS, PHS 


alcoholism research and research training 


*667 


*292 


812 
1029 


1117 





GRANTS, 


HANDICAPPED see 


PHS 
doctoral studies in disposal of solid wastes 
(SR) . . 


health facility construction 


Continued 


hospital training of physicians in anesthe 


siology (SR) 
medical school construction (SR) 
new records 


tals 


system for psychiatric hospi 


(Sh) 

project grants for health services, statistical 
analysis 

prototype incinerator for solid wastes 

(SR) 


public health nurse training (SR) 


Rehabilitation 


HANSEN’S DISEASE see Leprosy 


HE 


HE 


HE. 


ALTH 


AIDES 


for welfare recipients at home; survey in 
Contra Costa County, Cali? 
training and use of auxiliaries in underde 


veloped areas *471 

use in Santa Barbara County Health Depart 
ment 

ALTH DEPARTMENTS 

barriers to adoption of new 
by local health 


evaluation of communications media in two 


*608 


programs as seen 
officers 

projects, Baltimore 
experiences in 


health 


providing adequate public 


services, Worcester, Mass., and 


Cincinnati, Ohio 
need for medical care specialists 
podiatry services at clinies, District of 

Columbia 
program for sexually assaulted females, Dis 

trict of Columbia (CR) __- 237, 
prospects for chronic disease research 
for environmental 
York State (CR) 

for 


surveillance 
pollut 


(raining 


monitoring 
New 


program 


ants 
new environmental 
health personnel, Philadelphia (CR) 


997 


*608 


use of health aides, Santa Barbara County 


ALTH EDUCATION 
accidental poisoning among children, anal- 
ysis of two surveys evaluating a project 
to reduce _— 
anticipatory counseling for new mothers, 
effectiveness of television for (CR) 
attitudes toward leprosy in 


the Ryukyu 


Islands 
considerations in developing community fam- 
ily planning services 
effect of 


fire demonstrations on knowledge 


and opinions 
Ark 7 
factors in voluntary exposure to health 
(CR) -- a 221 
group discussion program for teenagers to 
prevent irresponsible use of alcohol (CR) _ 


about fires, Mississippi 


County, ss 


communications 


99o 


HEALTH EDUCATION 


HE 


ALTH 


Continued 
need for counseling and information services 
for hospital patients (CR)---~---- 


outlook for smoking control efforts (CR) 


smoking education efforts, progress and 


problems (CR) tannin sina 


use of teenage volunteers to motivate low- 


socioeconomic group to preschool 
(CR) 


attitudes of 


use 
health services, San Francisco 


venereal disease information, 


prospective school teachers on teaching 
venereal disease instruction in 


Los Angeles 


County schools 


FACILITIES 
community mental health centers, 4 years’ 
experience *941 


Public Health Service grants to construct *697 


HEALTH PLANNING 


HEALTH 


areawide planning programs, PHS 
by Federal 


*406 

planning-programing-budgeting 
system 

Comprehensive Health Planning and Public 
Health 1966, 
partnership for 

health 


*1063 

Services Amendments of 

: *395 

comprehensive 
89-749 


under P.L. 

iaioailin #399 

medical school course in community health 
(SR) 


mental 


services 


1008 
*407 


services 


health 


regional, for hospital and mental health 
services, New York State *771 
*404 


*441 


regional medical programs, PHS 

requirements in developing countries 

role of PHS regional offices for implement 
ing P.L. 89-749 


SERVICES 


*403 


see also Health Planning 


community mental health programing 


rural areas 

community, Michigan study 

comprehensive, Government’s role (CR) 

evaluation of programs, comparison of mail 
and telephone methods to collect data 

for Armed Forces rejectees; New York City 
demonstration 

free 
aways on attendance at mobile units 

meeting health 


program__- 


chest X-rays, effect of souvenir give- 


needs of nation; challenge 
and opportunity 

need for medical and social care for unwed 
Negro mothers, Boston study (CR) 

(CR) 

new patterns of health care for poor, Chi- 

(st ee 


need for statesmen in health field 


cago . enon 
provision of adequate, experiences in Wor- 
cester, Mass., and Cincinnati, Ohio 
Public Health 


statistical 


Service project grants for, 


analysis__ *131 


243 


quality manpower for quality service (CR) ~- 
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HEALTH SERVICES—Continued 
role of voluntary associations in providing 
system, and 
statistics 
HEARING 
computerized hearing tests for infants and 
preschool children (SR) 
deafness in 


improved medical care 


children under 5 
factors associated with onset_____- 


inaccurate 


years old, 
audiometers 
(SR)- 

loss, prevalence in U.S 


hamper screening 


programs ” 


population (SR)--- 


tests mobile 


for children in 
(CR) . 
HEART DISEASE 
arteriosclerotic, accuracy of diagnosis listed 
on death certificate 


unit, Kansas 


clinical trial of coronary drugs, project 
enlarged (SR) ; 
death rates among Japanese Americans 
deaths from congenital, California, 1945-64 
history of coronary care units in hospitals 
mortality among Alaskan Natives, 1955-65 
outpatients with congestive heart 
anticipatory health 
lowup 
HEPATITIS 


infectious, 


failure, 


public nursing fol 


for 


differentiation of 


sources of 
outbreak 
HOME CARE 


impact of Medicare; Massachusetts, Hawaii, 
Denver (CR) 


need for home health aides for welfare 


clients, survey in Contra Costa County, 
Calif ee oe 

organization of coordinated program, Erie 
County, N.Y 


public health home nursing program for out- 
patients with heart diseases 


study of patients and services, California 
(CR) 
HOSPITALS 
see also Health Facilities 
ambulance 


service, analysis of workload, 


Boston 


chronic disease, survey of accident experi- 


ence Shattuck 


among patients, 
Hospital, Mass., 1964 


Lemuel 


community, surveillance of nosocomial in- 
fections of varying etiology (CR) -- 


comprehensive booster immunization 


gram for employees, Omaha, Nebr 


pro- 


emergency medical service system, analysis 
of workload, San Francisco area_______-_ 

expenses in March 1967 (SR) 

heat treatment of infant formula, compara- 
tive study of effectiveness of autociave 
and free-flowing-steam systems 


history of coronary care units 
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581 


*1019 


1099 
924 


*639 


*683 


201 


*1105 


HOSPITALS 

identification of vacant beds by computers 
(SR) - Nieman 

microbial surveys of patients’ rooms (CR) - 

patients’ need for counseling and informa- 
tion services before discharge (CR) --_- 


Continued 


planning in urban areas, economic factors_ 
receive 30-day supplies 
PHS (SR) -- 
regional planning for___- 


for disaster care 


from 


Hospital Discharge Survey__--------.-- 


treatment of staphylococcal carriers odie 
use of automatic data processing to detect 
possible inhospital epidemics (CR) -~-~--- 
HOSPITALS, MENTAL 
measurement of discontinuity of psychiatric 
inpatient care, Massachusetts__....~-~.- 
private, analysis of hospital licensing laws 
of ali States, District 


of Columbia, and 


1960 Givdtidaidaniiin ae 
recordkeeping, PHS grant to develop 
5-State computer system (SR) ---- 
State and 1966 
(GR) ... 
HYPERTENSION 
study variations in 
relation to _ sickle 
(CR) 


county, data on patients 


of 


blood 
cell 


pressure in 
trait among 


Negroes 


IMMUNIZATION 
comprehensive booster program for hospital 
employees. Omaha, 
INDIANS, AMBRICAN 
epidemic of bubonic plague among Navajos 
in New 1965 (CR)-_-- 
*1077, *10S4, 
incidence of oral clefts, 1963-—66__-~- 
metabolic unit in PHS Indian 
hospital, Phoenix Medical Center (SR) 
Shigella flerneri outbreak, 
N.Y., epidemiologic and 
study 
tonometry 


Nebr 


Mexico, 


research 
Erie County, 
microbiological 


Colorad 


survey River 
Reservation 
tuberculosis 


on 


among children_-_ a 

INDIGENT see Health Services; Medical Care; 
Welfare Recipients 

INDUSTRIAL HYGIENE 
Health 

INFANT FORMULA 


comparative study of autoclave and free- 


see Occupational 


flowing-steam systems for heat treatment 

OF cnet neinenenmuneieanon 
INFANTS see Child Health and Welfare 
INFECTIOUS DISEASES see name of disease 


*1094 


*S807 





INFLUENZA 
\2 virus, biological and antigenic character 
istics of 1965 isolate, New Haven study 
vaccines for 1967-68 (SR) 
INFORMATION RETRIEVAL see Communica 
tion 
INSURANCE, HEALT 
sce also Medix 
as fringe benefit in labor contracts, a man 
agement view 
coordination of existing medical insurance 


and Medicare, Bell System companies 


impact of family coverage on health care of 
school children 

union negotiated, need for coordination of 
labor and management objectives (CR) 

YERNATIONAL HEALTH 

health planning requirements in developing 
countries 

training and use of health auxiliaries in 
underdeveloped areas 

ENTION REPORTS 

analog transmittance to absorbance con 
verting and integrating system 

catheter for suture line testing 


70 mm. roll-film camera for electron micros 


speer sound programer 
thermo gradient apparatus 
ultrafiltration apparatus for concentration 


dialysis 


APANESE, AMERICAN 
mortality experience among 
JUVENILE DELINQUENCY 
analysis of increase in number of delin 


quents, San Francisco, 1960—64 


KIDNEY, ARTIFICIAL 
program to simplify and reduce cost, Na 
tional Institute of Arthritis and Metabolic 


Diseases (SR) 


LABORATORIES 
clinical, evaluation of cholesterol determina 
tions among, Wisconsin 
clinical, role of States in improving (CR) 
development of computer program for anal 
ysis of data, Wisconsin State Laboratory 
of Hygiene 
diagnostic, need to design for maximum in- 
terchangeability (CR) 
research, industrial hygiene problems with- 
in 
LABORATORY TESTS AND TECHNIQUES 


A2 victis, biological and antigenic charac- 


teristics of 1965 isolate, New Haven 
study ee on 
bacterial studies of chilled delicatessen- 
type foods 


1120 


LABORATORY TESTS AND TECHNIQUES 
Continued 
new commercial medium for primary isola- 
tion of Neisseria gonorrhoeae. —_ a 
use of immunofluorescence to identify Clos- 
tridium botulinum types A, B, and E 
LAWS AND REGULATIONS 
functions of medical advisers in licensing 
drivers shia siitbaiiitadan 
governing licensing of private mental hos- 
pitals, analysis of laws in all States, Dis- 
trict of Columbia, and Puerto Rico 
partnership for planning under P.L. 89-749 
prospects and developments in food and 
drug enforcement (CR) 
LEAD 
lead—210 in tobacco and cigarette smoke 
levels in human blood and urine, interna- 
tional study covering 3 decades (CR) 
LEGAL NOTES 
air pollution control; smoke control regula- 
tion exempts incinerators in private 
dwellings 
LEPROS\ 
attitudes toward, Ryukyu Islands 


program for control, Ryukyu Islands 
LEPTOSPIROSIS 
diagnostic and epidemiologic problems, 
California on _ 
significance of leptospiral interspecies in- 
fections on an Illinois farm 
LEUKEMIA 
and lung cancer, 30-year trend in population 
of Olmsted County, Minn. (CR) 
deaths, trends and patterns in Minnesota, 
1950-64 
epidemiologic studies of human (CR) 
LIVER CIRRHOSIS 
mortality rates in relation to consumption of 
of alcohol (CR) 


MANPOWER 

see also Health Aides ; Training 

for health careers, school guidance coun- 
selors lack information to counsel stu- 
dents (CR) ae 

for public health services, need for quality 
(CR) F ‘ 

health careers program for students, eval- 


uation study 


health, meeting future needs 2 


health, need to change staffing requirements 
to meet shortage (CR)----- 


licensure of X-ray technicians, New York 
State (CR) ; 

mental health services, use of college stu- 
dents as counselors for troubled boys 
(CR) 


nursing, challenge to the profession; state- 


New York City 


*99 


*1035 


*862 
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MATERNAL HEALTH 
see also Family Planning 
abortion, public opinions on justification of, 
New Orleans survey (CR) ‘ 
association of perinatal factors with blind- 
ness in children = “ 
new mothers, effectiveness of television for 
anticipatory counseling (CR) 
obstetrical care and social patterns, Bos- 
ton, 1962 —e — _ ‘ 
practice of therapeutic abortion, United 
States and Europe (CR) 
premature births, epidemiologic study 
(CR) : ‘ 
therapeutic abortion on sociomedical 
grounds (CR) ’ ” ‘s 
unwed Negro mothers, need for medical and 
social care, Boston study (CR) 
use of nurse-midwives to ease maternity care 
problems (CR) 
MEASLES 
see also Rubella 


epidemiologic basis for eradication § in 


1967 ; statement by Public Health Service 

epidemiology and vaccine use, Los Angeles 
County, 1963 and 1966 : 

film on immunization, PHS (SR) 

statewide immunization program in Rhode 
Island “ wee 

vaccine given to health departments by 
PHS (SR) 

MEDICAL CARE 

see also Insurance, Health 

determination of quality from physicians’ 
office records (CR) 

field experience offered master’s degree can- 
didates in schools of public health, na- 
tional survey 


for the indigent, impact of fee-for-service 


payments to physicians, Baltimore (CR) 
impact of Medicare on home health services, 
Massachusetts, Hawaii, Denver (CR) 
Medicare: licensure, certification, and ac- 
ereditation (CR) 
psychiatric services and use of medical facili- 
ties in prepaid health plan (CR) re 
regional medical programs, first year in 
review (CR). 


services of home health agencies participat- 
ing in Medicare (SR) 


specialists needed in State and local health 
departments — = 
statistics, need for improvement toward un- 
derstanding health services system 
MENTAL DISORDERS 
nature and role of emergency psycho- 
therapy (CR)---- ' 
release rates for patients in public mental 
hospitals in 5 States, 1954 and 1960 
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MENTAL DISORDERS—Continued 
service for retarded and mentally ill per- 
sons at Wisconsin day care programs 


i) ) _——— 
MENTAL HEALTH 


community mental health centers program, 


4 years’ experience 
programing in rural areas with sparse 
population _ 3 
services for persons accused of criminal be- 


havior (CR) 


services, regional planning for, New York 
State - Ea eee ee 

use of college students as counselors for 
troubled boys (CR) , sian 

use of crisis intervention by new community 

centers (CR) ‘iia 
MENTAL HOSPITALS sce Hospitals, Mental 
MILK 


instant nonfat dry, source of interstate out- 


break of Salmonella new-brunswick infec- 
tion (CR) 


sanitation honor roll, 1965-66 


use of milk sampling to localize fallout in 
United States from May 1966 Chinese nu- 
clear test 
MOLLUSCICIDES 


evaluation of 28 chemical compounds for 


potential use against Australorbis 
glabratus, Puerto Rico : 
test of 15 experimental compounds against 
Australorbis glabratus, Puerto Rico __- 
MONOGRAPH 
No. 76. Cerebrovascular disease epidemi- 
ology: A workshop (PHS Publication No. 
1441). Summary article_- 
MORBIDITY 
patterns and related variables of student 


health care among low-income families 
MORTALITY see Vital Statistics 


NARCOTICS ADDICTION see Drug Addiction 
NEUROLOGICAL DISEASE 
development of computer system for early 
detection (SR)- eas eae 
NUCLEAR FACILITIES see Radiation 
NURSES 
student, morbidity patterns and related 


birth weight and other related variables 
team nursing experiment in New York City 
‘schools (CR) 
training in public health (SR) 
NURSING 
anticipatory public health followup for out- 
patients with congestive heart failure__ 





NURSING 


challenge to the profession; 


Continued 

statement by 
Surgeon General 

patients and services in home nursing agen- 
(CR) 


receiving 


cles, 


California 


study of patients visiting nurse 


care after discharge from chronic disease 
Cleveland (CR 
nurse-midwives ease 


(CR) 


hospital 
use of maternity 
care problems 
NUTRITION 
body composition in relation to disease 
new sources of protein sought by food plan 
ners (CR) 
studies of effect of nutritional 


(CR) 


management 
on disease control 
OCCUPATIONAL HEALTH 


cocecidisoidomycosis, 


(CR) 
industrial hygiene problems within research 


exposure factors 


laboratories 


PASTEURELLA INFECTIONS 
Pasteurella multocida as source of disease in 
humans 
PESTICIDES 


chlorinated hydrocarbon, in major river 
basins, 


Pesticides 


1957-65 
VWonitoring Journal (SR) 
PHENYLKETONURIA 

incidence and prevalence in New York State, 
1965 and 1966 
PLAGUE 

epidemic of bubonic, among Navajo Indians 
in New Mexico, 1965 (CR) 


Pl 


JERTO RICO 
chemical control of Australorbis glabratus, 
laboratory and field studies- 
drug 


addiction rehabilitation demonstra- 

tion program (CR) ea 

field for quantitative recovery 
of Schistosoma mansoni cercariae 

test of 15 experimental 


against Australorbis glabratus 


new device 


molluscicides 


RABIES 


in bats, southwestern United States *867 
in man and animals, United States, 1946-65, 

epidemiologic review _ *1009 
WHO Regional Reference Center for Rabies 


(SR) 


RADIATION 


development standard radioassay tech- 


niques (CR . ‘ 
development of standard radiological meth- 
(SR) — ‘. 
dose to lung from lead-210 in tobacco and 
cigarette 


fallout 


ods 


smoke 


from nuclear-powered devices in 
space vehicles (CR) 

localization of fallout in United States from 
May 1966 nuclear 
based on milk sampling 

medical dental X-ray protection 

(CR) 


nuclear facility planning, an operator’s view 


Chinese test; study 


and pre- 

gram, Alabama 

of industry and government cooperation 
(CR) 

publie reactions to nuclear facilities (CR) 

surveillance of nuclear facilities, considera- 
tions for program planning (CR) 


219 surveillance of nuclear power reactors; gen- 
eral guide for public health workers 
RAPE 
public health program for female victims, 
District of Columbia (CR)-- 237, 
RECORDS 


assessment of 


epidemic of bubonic, New Mexico, 1965: 


introduction and description of cases *1077 
epidemiologic 


field 


features and results of 


studies 1084 
emergency program to control *1094 


PODIATRY 


services at 


recordkeeping in physicians’ 


clinies, District of Columbia on + an ay ¢ oe 


Health Department 
POISONING 


accidental, 


ing of cleft lip and palate sinitieeneneaanaenie 
i ha - ‘Ee | i "sis y ‘2 * 

among children, analysis of two death certificates, accuracy of arterioscler- 
surveys evaluating a prevention project, 


otic heart disease diagnosis__- 
Charleston County, S.C 


extent 


of reporting of selected congenital 
anomalies, Pennsylvania study 

of personal and family health (CR) 

psychiatric recordkeeping, grant to develop 

United States, 1962-65 5-State computer system, PHS (SR) _- 

POPULATION U.S. standard 


selected types as causes of accidental deaths, 
United States, 1964 
POLIOMYELITIS 


surveillance in 


certificates on vital events, 


past and present problems (CR) 
PREVENTIVE MEDICINE 


concept of “preventia” ieee 


preventive actions concerning dental disease, use of central registry to estimate prevalence 


nationwide of certain chronic childhood 
British Columbia 


tuberculosis, and cancer: 


conditions, 
study 


*261 
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REHABILITATION 
New England Rehabilitation-for-Work Cen- 
ter, integration 
study - 


into community, 3-year 


of stroke patients, measurement of results 

by Barthel index__- 

DHEW 
of centers (SR) 

RESEARCH 


in the social sciences for determining strat- 


vocational, grants for construction 


egies of air pollution control administra- 
tion 
medical, hazards of 
intervention (CR) 
RHEUMATIC FEVER 
incidence, Metropolitan Nashville, 1963-65 
RUBELLA 
hemagglutination-inhibition 
(SR) 


by virology laboratories 


Federal Government 


test to detect 
immunity to 
rapid diagnosis 
(CR) 
RYUKYU ISLANDS 
attitudes 


toward leprosy 


program for leprosy control 


SALMONELLOSIS 

febrile from 
Salmonella java traced to smoked white- 
fish (CR) 

epidemiology of foodborne (CR) 


epidemic : of gastroenteritis 


excretion of Salmonella by pet turtles 
interstate 


outbreak of 
brunswick 
milk (CR) 

outbreak traced to Salmoneila indiana in un- 


Salmonella new- 


traced to instant nonfat dry 


pasteurized cup cheese, Pennsylvania 
SANITARIANS 
diplomate recognition of (SR) 
SANITATION 
problems from watercraft at marinas (CR) 
SCHISTOSOMIASIS 
chemical control of Australorbis glabratus, 
laboratory and field studies, Puerto Rico 
new field device for quantitative recovery 
of Schistosoma mansoni cercariae used in 
Puerto Rico_ 


tests of 15 experimental molluscicides 

against 

Rico 
SCHOOL HEALTH 

better use of health personnel, New York 

City schools___- 


4ustralorbis glabratus, Puerto 


comprehensive, multidisciplinary evaluation 
of pupiis in special education, Utah (CR) 
hearing and speech disorders, program ac- 


tivities in Utah (CR) --- aadhtiaiil 
hearing tests in mobile unit, Kansas (CR)-- 
team nursing experiment in New York City 
schools (CR) 
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*1101 


SHIGELLOSIS 
current status in United States (CR) 
Shigella flerneri 
i 
study 
SMALLPOX 


vaccination 


outbreak, Erie 


epidemiologic 


County, 


and microbiological 


not required for travelers be- 
tween Mexico and United States (SR) -- 
SMOKING 
and illness experience of student 
birth weight and other related variables_- 
education efforts, 
(CR) : j : 
expressed willingness of smokers to try 10 


withdrawal methods__-_-__- 


nurses ; 


progress and problems 


future course of research (CR) 
habits of adults, changes from 1959 to 1965 


women in relation to 
(CR) 


implications of dosage patterns (CR) 


cancer of the 


genitalia cmiaia 


influence of habits at age 15 on habits at age 
21, followup study, Newton, Mass. (CR) - 

lead-210 in tobacco and cigarette smoke 

1967 report on smoking and health, PHS 
(SR) 

nonsmokers increase (SR) ---- 

outlook for control efforts (CR) 


psychosocial 


aspects of smoking behavior 
and change effects on subjects in a control 
‘(o ) — . 
withdrawal clinics, Roswell Park Memorial 
Institute (CR)------- 
SPACE FLIGHTS 


virus 


program 


diseases 

study (SR)-- 
STAPHYLOCOCCAL INFECTION 

treatment of carriers in hospitals 


STATISTICS 


among astronauts, PHS 


on medical care, need for improvement 


toward understanding health services 
system 
on patients in sh 
Hospital Discharge Survey--- 
STREPTOCOCCAL INFECTION 
experimental vaccine against streptococcus 
(SR) 


occurrence 


organisms - 


natural of hemolytic strepto- 


children, studies in 
Nashville, Tenn. (CR) 
STROKE 
fatal in age, study of 
among college students (CR) 


ecoceus in school 


middle precursors 


rehabilitation of evaluation 
Barthel 
disability 


patients, 
index validity in measuring 


1109 
638 


92 
“a 


*893 


1123 





SURVEYS 
collection of health data, responsibility of 


researcher in protecting subjects’ privacy 


epidemiologic, evaluation and interpretation 
of data by researcher himself (CR) 
Hospital Discharge Survey, National Center 
for Health Statistics 
SWIMMING POOLS 
drownings, causes and prevention 
home, safety factors (CR) 
SYPHILIS 
implication of rapid casefinding methods for 
eradication 
value of detecting early latent cases in 


> 


control program, New York State (CR) 


THERAPEUTICS 
iutomated systems for critically ill patients 
SR 
THYROID DISEASE 
relation to breast cancer 
surgically treated, among persons under age 
30, Utah (CR) 
TONOMETRY 
status of surveys as source of epidemiologic 
data on ocular hypertension, Colorado 
River Reservation study 
TRAINING 
anesthesiology research and training center, 
University of Pennsylvania (SR) 
doctoral studies in disposal of solid wastes 
PHS grants (SR) 
for master’s degree in medical care: survey 


of field experience offered in schools of 


publi health 


medical school course in community heal 


(SR 
physicians in anesthesiology, PHS grants 
to hospital (SR) 
program for new environmental health 
personnel, Philadelphia Department of 
Public Health (CR) 
public health nurses, PHS grants for (SR) 
health veterinarians, experimental 
residency program, University of 
Missouri 
TRAINING COURSES 
applied epidemiology for physicians, Na 
ional Communicable Disease Center, 
-HS 
of premature infants, New York 
Hospita!-Cornell Medical Center 
combustion-generated air pollution, Univer 
sity of California College of Engineering 
and Engineering Extension, Berkeley 
Department of Water Resources Engineer 
ing, Cornell University 
doctoral program in social work and social 
science, University of Michigan — 
doctorate in medical care organization, 


1124 


TRAINING COURSES—Continued 
University of Michigan ; 
environmental engineering, graduate, Uni- 
versity of Florida és 
environmental health engineering, graduate, 
University of Texas 
environmental health fellowships, graduate, 
Consolidated University of North Caro- 
lin: (Chapel Hill and Raleigh cam- 
puses ) — . 
hospital administrators development pro 
gram, Cornell University 
Kresge Center for Environmental Health, 
Harvard School of Public Health 
mental retardation, senior clinical trainee 
ships in, PHS 
National Health Council courses 
physicians in industry, Columbia University 
School of Public Health and Administra 
tive Medicine 
principles of chemical epidemiology, Pesti 
cides Program, PHS 
principles of epidemiology, National Com 
municable Disease Center, PHS : 806 
public health fellowships, University of 
Southern California__- 1056 
rodent-borne diseases and control, National 
Communicable Disease Center, PHS 
specialists in aging, University of Michigan 
and Wayne State University Institute of 
Gerontology 
sports medicine for physicians, University 
of Wisconsin Medical School 
summer preprofessional traineeships, De 
vereux Schools, Philadelphia 
today’s hospital problems, postgraduate, 
Mound Park Hospital Foundation, Ine., 
and University of Florida 
World Health Organization fellowships 
TRICHINOSIS 
incidence of Trichinella spiralis in humans 
of Iowa 
TUBERCULOSIS 
chemotherapy for, realized and unrealized 
benefits . 3 
community isoniazid prophylaxis program 
in an underdeveloped area of Alaska . *1045 
communitywide programs of isoniazid pro- 
phylaxis, Alaska and Boston (CR) a 219 
comparison of tine and intradermal PPD 
tests for effectiveness in hospital pa- 
tients iit — 
in American Indian children ' on 
TULAREMIA 
human, epidemiologic study of cases re- 
ported in Missouri, 1949-65 ? 
TURTLES 
pet, Salmonella excretion by 
TYPHOID 
acetone-killed vaccine, characterization of 


antibody response to ——— cual 


Public Health Reports 





URINARY TRACT 


infections, development of “dip-stick” test 


for detection (SR) 
VACCINATION 
against measles, 
Rhode Island 
‘CINES 


statewide program 


acetone-killed typhoid, characterization of 
antibody response to 

availability of measles, basis for eradication 
of measles in 1967; Public 

Health 


experimental, 


statement by 
Service 


against streptococcus infec 


tions (SR) 
influenza, for 1967-68 


measles, and measles epidemiology, Los 
Angeles County, 1963 and 1966 
measles, given to health 
PHS (SR) 
VENEREAL DISEASE 


see also Gonorrhea; 


departments by 


Syphilis 
information, attitudes of prospective school 
teachers on teaching 
instruction in Los Angeles County schools 
VETERINARIANS 
experimental residency 
health, 


veteri- 
Mis- 


program. in 
nary public University of 
souri 
VIRUSES 
see also Fow! Plague Virus 
A2 influenza, biological and a™cigenic char- 
acteristics of 1965 isolate, New Haven 
study 
hazard to astronauts during extended space 
flights, PHS study (SR) 
prevalence of reoviruses in sewage, San 
(CR) 
study of cytomegalovirus infection among se- 


(CR)- 


Diego and Santee, Calif. 


lected population groups, Atlanta 
VISION 
see also Blindness 
home test to detect early cases of amblyopia 
ex anopsia in preschool children (SR) 
use of nystagmus test for visual acuity in 
screening infants and preschoolers (CR) - 
VITAL STATISTICS 
see also Records 
deaths from congenital heart disease, Cali- 
fornia, 1945-64. mania 


index of unnecessary deaths. ____- 


leukemia trends 
1950-64 


experience 


deaths, and patterns in 


Minnesota, 


mortality among Japanese 


mortality from heart disease among Alaskan 
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*409 


*621 


*180 


*946 


*973 
213 


VITAL STATISTICS 
Natives, 1955-65 


Continued 


projection of U.S. incidence rates for 
cervical cancer (CR) 
risk of dying, 


(CR). 
U.S. birth and fertility rates, 1966 (SR) 


migration and differ 


areal 


ences 


United States National Committee on Vital 

and Health Statistics pied 
WASTES 

disposal of solid by pipelines, PHS grant for 
study (SR) - 

disposal of solid, demonstration projects 
(CR) . 

disposal of solid, PHS grants for doctoral 
studies (SR) 


recovery of 


reoviruses from 
partially treated effluents, 


Santee, Calif. (CR) 


sewage and 


San Diego and 


solid, PHS grant 


(SR) 


for prototype incinerator 
plant 
todes in benthos (CR) 
WATER POLLUTION 
chlorinated 


treatment effluents, source of nema 


hydrocarbon pesticides in 


jor river basins, 1957—65 


ma- 


from watercraft at marinas (CR) eosin 
nematodes in a stream benthos from effluent 
(CR) 


programs for 


of a waste treatment plant 
surveillance 


and monitoring 
compliance with Water 
1965 (CR) 
WATER SUPPLY 


Quality Act of 


provided in Alaskan communities by PHS 
(CR) 


providing a safe water supply in the African 
bush 
WELFARE RECIPIENTS 
health aides; 
County, Calif 
WORLD HEALTH ORGANIZATION 


see also 


need for survey in Contra 


Costa 


Announcements, Organizations; 
Training Courses 

progress report on eradication of com- 

municable diseases in the Western Hemi- 

sphere, Pan 


(SR) 


American Sanitary Bureau 


X-RAY, DIAGNOSTIC 
see also Radiation 
chest X-rays at mobile clinics, effect of 

souvenir giveaways on attendance = 
licensure of X-ray technicians, New York 
State’s experience (CR)-_--_- 


ZOONOSES see name of disease 
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